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E.O. 1 1652: GDS 

TAGS: PGOV, ABED, WB 

SUBJECT: ACA BUILDING 

REFS: USBERLIN 2074; BONN I8II3, STATE 261537 

WE HAVE AS YET HAD NO REACTION PROM BRITISH OR 
PRENCH MISSIONS TO OUR PROPOSAL POR DISPOSING OF 
ACA BUILDING, BOTH HAVING INDICATED THEY WILL NEED 
TO CONSULT WITH THEIR EMBASSIES. WE HAVE JUST 
REMINDED THEM THAT WE WOULD APPRECIATE AN EARLY 
RESPONSE, IN ORDER TO TAKE THE PIRST STEP OF OUR 
SCENARIO, E.E, SECURE REAFPIRMATION PROM 
SOVIETS OP THEIR WILLINGNESS TO MOVE BASC TO NEW 
QUARTERS. INASMUCH AS SUBJECT MAY COME UP IN BONN, 

WE WOULD HOPE EMBASSY MIGHT SPUR EARLY ACTION WHICH 
WILL BE REQUIRED IF WE ARE TO POREGO COSTLY REPAIRS 
TO BUILDING.SELIGMANN 
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